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ANNUAL  REPORT  FOR  1961 

To  the  Chairman  & Members  of  the  Flaxton  Rural  District  Council 

Mr,  chairman.  Lady  & Gentlemen, 

It  is  ray  pleasure  to  submit  to  you  my  annual  report  on  the  Health  and  Sanitary 
Circumstances  of  the  District, 

The  District  continues  to  grow  rapidly  with  576  houses  erected  by  private  building  In 
the  year,  and  the  population  has  nov/  exceeded  30,000.  Although  the  Registrar  General's 

figures  credit  the  area  with  602  births  in  the  year.  In  fact  some  6Ii3  were  actually  notified. 
This  discrepancy  appears  each  year,  and  In  my  opinion  cannot  be  accounted  for  by  the  different 
requirements  of  notification  and  registration.  The  high  stillbirth  and  perinatal  mortality 

rates  continue  to  cause  some  concern  to  me,  although  the  actual  numbers  on  which  these  rates 
are  based  are  of  course  comparatively  small.  Nevertheless,  for  the  fourth  successive 

year,  they  are  higher  than  the  country's  average. 

As  vie  expected,  the  incidence  of  measles  was  high,  having  been  very  low  in  the  previous 
year,  and  the  other  noteworthy  feature  was  the  occurrence  of  paratyphoid  fever  at  Clifton 
Hospital,  Many  patients  were  affected,  but  the  disease  was  mllcl.  The  organism  was 
one  which  one  associates  v/lth  dried  coconut,  but  attempts  to  ascertain  the  origin  of  the  outbreak 
proved  unsuccessful. 

The  Council  have  a good  record  In  the  environmental  field.  90, i of  the  population  Is 
served  by  modern  sewage  works,  and  of  almost  10,000  houses,  only  460  are  without  a water  carriage 
system.  Only  30  houses  are  vrithout  a mains  water  supply.  Looking  into  the  future. 

It  Is  to  be  expected  that  clean  air  will  be  considered  as  Important  as  pure  water  and  efficient 
sewage  disposal,  and  the  elimination  of  the  products  of  coal  combustion  from  inefficient 
open  fires  will  be  undertaken. 


I am,  Mr,  Chairman,  Lady  & Gentlemen, 
Your  obedient  Servant, 


H,  GRAY,  M.D.,  Ch,B.,  D,P,H. 
Medical  Officer  of  Health 


8 


VITAL  STATISTICS 


Population  of  the 

Rural  District  - 30,120 

GRAND 

CRUDE  RATE  PER 

ILLEGITIMAIE 

UVE  BIRTHS 

MALES 

FEMALES 

165 

TOTAL 

TOTAL 

1.000  POPUUTION 

BIRTH  % OF 

TOTAL  UVE  BIRTHS 

1957  Legitimate 

185 

350 

Illegitimate 

3 

7 

10 

360 

15.63 

2.77 

1958  Legitimate 

228 

194 

422 

Illegitimate 

k 

4 

8 

430 

17.81 

1.86 

1959  Legitimate 

23k 

231 

465 

Illegitimate 

11 

8 

19 

484 

18.83 

3.93 

i960  Legitimate 

25h 

244 

498 

Illegitimate 

5 

12 

17 

515 

18.20 

3.30 

1961  Legitimate 

295 

278 

573 

Illegitimate 

6 

6 

12 

585 

19.45 

2.05 

STILLBIRTHS 

RATE  / lOOC  BIRTHS 

1957  Legitimate 

5 

3 

8 

Illegitimate 

• 

8 

22.22 

1958  Legitimate 

k 

6 

10 

Illegitimate 

* 

- 

• 

10 

23.25 

1959  Legitimate 

7 

7 

14 

I llegitlmate 

1 

1 

15 

30.01 

TOTAL  LIVE  & 

i960  Legitimate 

9 

11 

20 

37.4 

STILLBIRTHS 

I llegitimate 

• 

•" 

* 

20 

■ 602. 

1961  Legitimate 

11 

6 

17 

28.2 

I llegitimate 

•• 

• 

17 

EEATHS 

MALES 

FEMALES 

TOTAL 

R/iTE 

PER  1,000  OF 

ESTIMATED  POPULATION 

1957 

120 

136 

256 

11.09 

1958 

128 

147 

275 

11.39 

1959 

141 

133 

274 

10.67 

i960 

141 

135 

276 

9.76 

1961 

147 

162 

309 

• 

10.3 

MATERNAL  MORTALITY 

1957  - 

1961  NIL. 

INFANT  MDRTAUTY  “ Deaths  of  Infants  under  one  year  = 11 

1957 

1958 

1959 

i960 

1961 

All  infants  per  1,000  Live  Births 

16.6 

16.28 

20.6 

19.4 

18.8 

Legitimate  Infants  per  1,000  Live  Legitimate  Births 

17.14 

16.59 

19.35 

20.0 

17.5 

Illegitimate  Infants  per  1,000  Live  Illegitimate  Births 

Nil 

Nil 

52.6 

Nil 

83.5 

TABLE  OF  COMPARATIVE  RATES 


BIRTH  RATE 

1957 

1958 

1959 

i960 

1961 

England  Sc  Wales 

16.1 

16.4 

16.5 

17.1 

17.4 

Flaxton  R.D. 

16.5 

18.4 

19.0 

18.0 

18.9 

DEATH  RATE 

England  & Wales 

11.5 

11.7 

11.6 

11.5 

12.0 

Flaxton  R.D. 

11.11 

10.1 

10.9 

11.2 

11.7 

MATERNAL  MORTALITY  RATE 

England  & Wales 

0.47 

0.43 

0.38 

0.39 

0.33 

Flaxton  R.D. 

Nil 

Nil 

Nil 

Nil 

Nil 

INFANT  MORTALITY  RATE 

England  & Wales 

23.0 

22.5 

22.0 

21.7 

21.6 

Flaxton  R.D. 

16.6 

16,28 

20.6 

19.4 

18.8 

NEONATAL  MDRTAUTY  RATE 

(Deaths  under  4 

weeks  per 

1000  total  live  births) 

England  & Wales 

15.6 

15.5 

Flaxton  R.D. 

13.6 

33.7 

EARLY  NEONATAL  LtORTALITY  RATE  (Deaths  under  1 week  per  1000  total  live  births) 

England  8c  Wales  •••  •••  ••• 

Flaxton  R.D«  10*3  13.6  10.2 

PERINATAL  MORTALITY  RATE  (Stillbirths  and  deaths  under  1 week  per  1000  total  live  and  stillbirths) 

England  & Wales  ...  ...  3^.2  32.9  32.2 

Flaxton  R.D.  ...  ...  i^.O  50. U 


CAUSES  OF  DEATH 


1957 

M F 

1958 

M F 

1959 

M F 

I960 

M F 

1961 

M F 

k - 

- 

1 

- 

1 1 

X * 

1 1 

• • 

2 

2 2 

1 

1 

1 

2 6 

1 5 

5 5 

5 1 

- 6 

3 1 

6 

9 1 

10  2 

7 1 

6 

5 

3 

- k 

8 

3 

3 

5 

3 

- 1 

6 7 

Ik  9 

19  11 

10  5 

10  3 

1 1 

2 1 

1 

2 

2 

2 

1 

1 

1 

- 2 

1 

8 10 

13  18 

15  23 

15  20 

16  20 

25  20 

22  li+ 

27  22 

29  2k 

32  19 

5 9 

3 12 

1 5 

k 7 

5 6 

26  36 

22  kS 

23  30 

20  29 

17  40 

5 10 

5 5 

k k 

7 k 

4 2 

5 1 

1 

1 

1 

1 1 

6 k 

3 6 

12  2 

7 3 

23  8 

5 3 

12  5 

8 2 

12  3 

8 1 

1 

1 

1 

2 h 

2 1 

- 

1 - 

- 1 

1 1 

1 

3 

1 

- 2 

- 1 

2 1 

1 2 

2 1 

- 3 

1 

• - 

- 

2 

1 

2 

1 

2 1 

2 

1 1 

8 9 

7 8 

8 8 

10  13 

11  21 

1 2 

3 1 

3 2 

5 9 

3 1 

2 1 

6 2 

1 3 

2 

4 2 

1 1 

’ 

2 1 

k - 

' 

1 2 

3 - 1 

. . 1 

i 

i 

— 

.20  136 

128  Ikl 

1 

lUl  133 

i 

141  135 

147  162  1 

1 

1. 

2. 

3. 

U. 

5. 

6, 

7. 

8. 
9. 

10. 

11. 

12. 

13. 

Ik* 

15. 

16. 

17. 

18. 

19. 

20. 
21. 
22. 
23. 
2k* 

25. 

26. 

27. 

28. 

29. 

30. 

31. 

32. 

33. 
3k. 

35. 

36. 


Tuberculosis,  respiratory 
Tuberculosis,  other 
Syphlltlc  diseases 
Diphtheria 
Whooping  Cough 
Meningococcal  Infections 
Acute  Poliomyelitis 
Measles 

Other  Infective  and  par.  diseases 
Malignant  neoplasm  - stomach 

" n « lung,  bronchus 

■ " - breast 

" « - uterus 

Other  malignant  and  lymphatic  neoplasms 
Leukaemia,  aleukaemla 
Diabetes 

Vascular  lesions  of  the  nervous  system 

Coronary  diseases,  angina 

Hypertension  with  heart  diseases 

Other  heart  diseases 

Other  circulatory  diseases 

Influenza 

Pneumonia 

Bronchitis 

Other  diseases  of  respiratory  system 

Ulcer  of  the  stomach  and  duodenum 

Gastritis,  enteritis  and  diarrhoea 

Nephritis  and  nephrosis 

Hyperplasls  of  prostate 

Pregnancy,  childbirth  and  abortion 

Congenital  malformations 

Other  defined  and  Ill-defined  diseases 

Motor  vehicle  accidents 

All  other  accidents 

Suicide 

Homicide  and  operations  of  war 


TOTAL 
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GENERAL  PROVISIONS  OF  HEALTH  SERVICES  FOR  THE  AREA 


Many  of  the  Health  Services  carried  out  by  the  County  Council  as  Local  Health  Authority 
are  administered  by  the  Area  Health  Sub-Committee  upon  which  the  District  Council  Is  represented. 
Your  Medical  Officer  of  Health  has  duties  In  the  day  to  day  working  of  these  services. 


PUBUC  HEALTH  OFFICERS 

Details  of  Officers  are  listed  at  the  beginning  of  the  Report. 

LABORATORY  FACIUTIES 

The  Public  Health  Laboratories  provide  excellent  facilities  for  the  examination  of  water  and 
bacteriological  examination  In  connection  with  Infectious  diseases,  and  the  L^oratory  of  the  River 
Board  at  Leeds  proves  helpful  In  the  examination  of  effluents  from  our  sewerage  sch^ie. 

AMBULANCE 

An  Ambulance  Service  Is  provided  for  this  district  from  Haxby,  but  there  Is  close  co-operation 
with  the  City  of  York  Ambulance  Service. 


DISTRICT  NURSES /MIDWIVES 

A District  Nursing  Service  covers  the  area  and  the  Nurses  and  the  districts  they  cover  are 
as  follows: 


Cll f ton  W1 thout  & Rawcll f f e 

Nurse  Southam,  65  Melton  Avenue,  Clifton,  York. 

Nurse  Gibson,  15  Bowness  Drive,  Shlpton  Road,  York. 

Haxby,  wigglnton  & Skelton 

Nurse  Plowman,  2h  Calf  Close,  Haxby, 

Huntington,  Earsv/lck  & New  Sarswl(^ 

Nvurse  Aticlnson,  1 Rowan  Place,  New  Earsvrtck,  York,  (Also  Health 
and  Visitor) 

Nurse  vale,  132  North  Moor,  Huntington,  York. 

Buttercrambe,  Bossall,  Claxton,  Harton,  Hevjorth,  Holtby 

Gate  Helmsley,  Upper  Helmsley,  Osbaldwlck,  6and  Hutton, 

Stockton-on-Forest  and  Warthlll 

Nurse  Emerson,  h Vyner  Street,  Haxby  Road,  York, 
and 

Nurse  Chapman,  1?  Galtres  Road,  Stockton  Lane,  York. 

Flaxton,  Strensall,  Towthorpe  & Lining 

Nurs“  Henderson,  Armordale,  Station  Road,  Flaxton.  (Also  Health 

Vis'iCor' 


Telephone; 

Telephone; 

Telephone: 

Telephone; 

Telephone; 

Telephone; 

Telephone: 

Telephone; 


York  54714 
York  5^99 

York  68594 

York  68280 
Yoric  68194 

York  66068 
York  53449 

Flaxton  Moor 
26b 


PART  TIME  RELIEF  NURSES 

Mrs,  L.  Denton,  8 Park  Terrace,  New  Earsv/lcSc,  York. 

Mrs,  H.C.  Denton,  25  Calf  Close,  Haxby,  York.  Telephone;  Yor^  68607 


HEALTH  ViaimRS 

It  has  been  the  County  Council  policy  for  some  time  to  separate  the  duties  of  health  visitors 
froanurslng  and  midwifery  In  the  more  populated  parts  of  the  Riding,  Only  Nurse  Henderson  and 
Nurse  Atkinson  carry  out  the  combined  duties  within  the  area.  The  remainder  of  the  district  Is 
covered  for  health  visiting  by  foir  full  time  nurses.  These  are: 

Nurse  Tindall,  5 Elmfleld  Avenue,  Malton  Road,  York.  Clifton,  Rawcliffe  & New  Earswlck. 

Nurse  W1 they,  9 Tang  Hall  Lane,  York.  Heworth,  Osbaldwlck,  Murton, 

Bossall,  Claxton,  Gate  Helmsley, 
Harton,  Holtby,  Upper  Helmsley, 
and  Warthlll. 


Nurse  Dale,  12  Garth  Way,  Nev/ Earswlck,  Yoric.  Huntington,  Stockton-on-Forest 

and  Sand  Hutton. 


Nurse  Murgatroyd,  Farmslde,  Terri ngton. 
VACCINATION  & IMMUNISATION 


Haxby,  Wigglnton,  Slcelton  and 
Strensall  Camp. 


Bulmer  Area  - Total  Populatl  on,  58,290 


No,  of  live  births  In  area 

No,  of  children  vaccinated  against  smallpox  (Primary  vaccination) 
No,  of  children  immunised  against  diphtheria  (primary) 

- do  - (booster) 

- do  - whooping  cough 


i960 

1025 

1961 

Ttm 

601 

661 

1136 

1120 

561 

589 

838 

1083 

- u 


VACCINATION  & IMMUIHSATION  (Contd.) 

It  will  be  seen  from  the  table  that  the  record  of  Irainunisation  remains  highly  satisfactory. 

It  Is  becoming  quite  rare  to  find  unlmraunlsed  children.  During  the  closing  days  of  the  year 
an  outbreak  of  smallpox  occurred  In  Bi^dford,  and  there  v/as  a rush  by  a considerable  number  of 
people  to  seek  vaccination  as  a panic  measure.  Our  ambulance  drivers  are  vaccinated  annually 
In  view  of  the  special  risk  they  run  during  an  outbreak,  and  provided  nurses,  doctors,  public 
health  Inspectors  have  periodic  vaccination,  the  occurrence  of  smallpox  should  be  controlled  by 
Intensive  contact  visiting  and  the  vaccination  or  revaccination  of  them  all.  There  Is  alv/ays 
the  risk  that  when  mass  vaccination  Is  carried  out,  the  dangers  of  vaccination  are  greater  than 
those  of  contracting  the  disease. 

During  the  year,  triple  vaccine  became  generally  used  In  this  area,  this  achieving  protection 
against  whooping  cough,  dyphtheria  and  tetanus  v;lth  a welcome  reduction  of  Injections.  The  use 

of  oral  poliomyelitis  vaccine  will  further  reduce  the  number  of  unpleasant  ordeals  by  our  Infants. 
Although  supplies  of  Solk  vaccine  became  very  curtailed  during  the  latter  half  of  1961,  the 
waiting  list  v/111  be  easily  eliminated  by  using  the  new  oral  vaccine. 

It  Is  pleasing  to  note  again  that  apart  from  the  tv7o  cases  of  polio  In  unvaccinated  children 
In  1958,  no  case  has  occurred  since  the  scheme  for  vaccination  commenced  In  1956. 

DQIESTIC  HELP  SERVICE 

This  service  Is  organised  throughout  the  Bulmer  Area  from  the  Health  Office  at  Easlngwold. 

It  has  not  been  possible  to  provide  the  extension  of  this  service  to  Include  the  Family  Help 
Service,  l.e.  vdiere  a help  Is  employed  to  take  over  all  domestic  duties  in  the  absence  of  the 
sick  v;lfe,  nor  Is  a night  sitter  service  provided  as  is  the  case  in  more  densely  populated  areas. 

Applicants  for  domestic  help  agree  to  pay  the  full  charge  of  kh  or  are  assessed  according 
to  their  means.  Domiciliary  confinement  cases  take  priority,  but  the  bulk  of  cases  helped 
are  the  aged  and  chronic  sick  persons. 

Cases  helped  in  1961: 


Maternity  - 16 

Tuberculosis 

Chronic  side  -aged  - I06 

Others  - 13 

Total  hours  worked  by  domestic  helps  - 19,891 

2h  people  paid  the  standard  charge,  but  many  cases  arise  'Where  the  applicant  finds  help 
privately  at  less  cost  than  the  full  charge.  The  National  Assistance  Board  contributes  5/- 
where  the  ^pllcant  Is  in  receipt  of  a supplementary  allowance  and  this  sum  Is  then  paid  to  the 
County  Council  weekly. 

HEALTH  EDUCATION 

This  Is  largely  achieved  on  a personal  basis  in  clinics  and  homes  by  various  members 
of  the  staff.  Much  use  is  made  of  poster  and  leaflet  material  and  visual  aids.  One  of 
the  health  visitors,  finding  that  mothers  discharged  from  hospital  only  a few  days  after 
confinement  have  not  acquired  sufficient  confidence  In  handling  the  newly  born  Infant  Initiated 
special  mothercraft  classes  at  which  expectcint  mothers  In  the  area  are  taught  these  mysteries 
and  skills. 

CARS  coming: 


To  assist  in  the  care  of  sick  people  In  their  homes,  the  County  Council  Is  able  to  supply 
a wide  variety  of  aids  ranging  from  sick-room  aids  to  wheel  chairs  and  Oxford  hoists  which 
enable  heavy  crippled  patients  to  be  lifted  easily. 

The  Bulmer  Voluntary  Care  Committee  which  was  formed  under  pov/ers  granted  by  this  section 
of  the  National  Health  Service  Act  Is  able  to  assist  all  cases  of  Illness  by  provision  of  extra 
food,  clothing,  etc.,  and  during  the  year  organised  a chiropody  service.  Miss  L.  Blrkenshaw 
was  appointed  on  a sessional  basis  and  later  in  the  year  Mr,  Reader-Parkes,  appointed  directly 
by  the  County  Council,  became  available  in  addition.  Sessions  are  arranged  as  follows: 


Morning  Session  Afternoon  Session 


1st  Tuesday 

10  a,m.  - 12  noon  Stockton-on- 

2 p.m. 

” 5 p.m* 

Folk  Hall,  New  Barswick 

Forest  Congregational  Church  Hall 

1st  Wednesday 

- 

2 p.m. 

- 5 p.m. 

Stllllngton  Village  Hall 

2nd  Tuesday 

10  a,m.  - 1 p.m,,  Haxby  Village 

2 p.m. 

“ 5 p.m. 

Folk  Hall,  NewEarswIck 

Hall. 

2nd  Wednesday 

- 

2 p.m. 

- 5 p.m. 

Easlngwold  Grammar  School 

3rd  Tuesday 

- 

2 p.m. 

- 5 p.m. 

Folk  Hall,  New  Earswlck 

3rd  Wednesday 

- 

2 p.m. 

- 5 p.m. 

Newton-on-Ouse 

Lth  Tuesday 

10  a,m.  - 1 p.n.  Strensall 

2 p.m. 

- 5 p.m. 

Strensall  Village  Hall 

Village  Hall 

Uth  Wednesday 

- 

2 p.m. 

- 5 p.m. 

Skelton  Village  Hall 

Every  kth 

10  a.m,  - 1 p.m.  Osbaldwlck  M.C. 

• 

Thursday 

10  a.m.  - 1 p.m.  Clifton 

12 


CARE  COMMITTEE  (Contd.) 

The  service  Is  largely  used  by  people  over  65  years  of  age,  but  others  eligible  are 
expectant  mothers  and  other  handicapped  persons.  A charge  of  2/-  per  treatment  Is  made 
but  this  Is  waived  in  the  case  of  those  whose  sole  Income  is  the  old  age  pension  wlthN«A,B, 
supplements.  Vfhlle  sessions  are  spread  over  the  area,  transport  Is  still  a difficulty, 
and  I am  grateful  to  those  who  assist  with  this.  In  some  clinics  volunteers  act  as 
secretary,  and  give  very  valuable  service. 


INFAlff  WELFARE  CENTRES 

Place 

Village  Hall,  Haxby. 

Folk  Hall,  New  Earswlck. 

Parish  Hall,  Strensall. 

(M)  Strensall  Canp 

Social  Hall,  Bell  Farm  Avenue, 
Huntington  Road. 

(M)  Memorial  Hall,  Huntington. 

(K)  Village  Hall,  Stockton-on- 
Forest. 

(M)  Village  Hall,  Sand  Hutton. 
(M)  The  Vicarage,  Skelton, 

(M)  Church  Hall,  Osbaldwlck. 
(M)  Church  Hall,  Clifton. 

(M)  Heworth  Crlcacet  Pavilion, 


Time 

Alternate  Tuesdays,  2 p.m. 
Alternate  Wednesdays,  2 p.m. 

First  and  third  Thursdays 
in  each  month  at  2,30  p.m. 

Every  four  weeks  on  Tuesday 
at  10  a.m. 

Alternate  Wednesdays,  2 p.m. 

Alternate  Wednesdays,  2 p.m. 
Every  fourth  Wednesday,  2 p.m 
Four  weekly,  Friday,  2 p.m. 
Alternate  Fridays,  2 p.m. 
Alternate  Thursdays,  2 p.m. 
Alternate  Fridays,  2 p.m. 
Every  fourth  Wednesday. 


District  Served 

Haxby  and  Wlgglnton 

New  Earswlck,  Huntington 
and  Earswldc. 

Strensall. 

Strensall  Camp  Civilian 
Personnel. 

Huntington  Road. 

Huntington  Village. 

S tockton-on-Forest, 

Sand  Hutton. 

Skelton. 

Osbaldwlck,  Heworth  Wlthoutt 
Clifton  Without,  Rawcllffe. 
Heworth,  Stockton  Lane. 


(M)  Denotes  Mobile  Clinic  Sessions, 


Ante-Natal  facilities  are  available.  If  required,  at  all  these  sessions- 
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COMPARATIVE  INCIDBNCE  OF  INFECTIONS  DISEASES 


1957 

1958 

1959 

i960 

T 

X96X 

SiDsXXpox  #«•  *•»  •••  ••• 

- 

- 

- 

- 

S C^T' X6 ^ F 6 V 61^  ••• 

11 

13 

28 

17 

13 

Di  & •••  •••  •••  ••• 

- 

- 

■ 

" 

- 

Gn^orl c FGVsr*  •••  ••• 

_ 

- 

7 

Puerperal  Pyrexia  

- 

- 

- 

- 

- 

Pnounioni  si  •••  •••  ••• 

6 

2 

k 

1 

2 

E>x*ysip6Xcis  •••  •••  ••• 

1 

1 

1 

2 

Cerebro- spinal  Fever 

- 

- 

Ophthalmia  neonatorum  

- 

- 

- 

- 

Dysentery  

13 

23 

1 

100 

36 

MdXon  isi  •••  •••  ••• 

- 

- 

Acute  Poliomyelitis  

- 

" 

i 

1 

Encephalitis  lethargica  

- 

1 

1 

H6&sX6S  «•#  •••  t«« 

219 

273 

18 

306 

Wlioopi DS  •••  •••  ••• 

9 

- 

13 

27 

19 

j 

TUBERCULOSIS 


— 

New  Cases 

Deaths 

Respiratory  ! 

Non-resplratorj 

Respiratory 

Non-respiratory 

M 

F 

M 

F 

M 

F 

M 

F 

Under  1 year 

- 

- 

- 

- 

- 

1 to  5 years 

- 

- 

- 

' 

" 

- 

5 to  15  years 

- 

- 

- 

- 

- 

- 

15  to  25  years 

- 

5 

- 

- 

- 

1 

- 

25  to  35  years 

1 

- 

- 

- 

- 

_ 

- 

35  to  45  years 

1 

2 

1 

- 

- 

2 i 

- 

- 

45  to  55  years 

1 

- 

- 

- 

1 i 

- 

55  to  65  years 

1 

- 

- 

- 

4 ^ & 1 

1 i 

65  years  and  upwards 

1 

- 

- 

- 

- 

Age  unknown 

- 

- 

' 

’ 

■ 

TOTAL 

5 

7 



1 

g 

4 

- 

i)  Patients  In  Fairfield  Sanatorium  not  resident  In^the  area 
INCIDENCE  OF  TUBERCULOSIS 


New  Cases 

Deaths 

Respiratory 

Non-respiratory 

Total 

Respiratory 

Non-respiratory 

Total 

X957  •••  •••  ••• 

10 

1 

11 

1 

1 

X933  •••  •••  ••• 

9 

3 

12 

2 

- 

2 

X939  •••  •••  ••• 

3 

3 

6 

6 

6 

X960  •••  •••  ••• 

3 

2 

5 

6 

- 

6 

X9^X  •••  •••  ••• 

12 



X 

■ ■ 1 

X3 



10 

• 

10  i 

i 

ANimL  REPORT  FOR  1961 


To  the  Chairman  & Members  of  the  Flaxton  Rural  District  Council 


Mr.  Chairman,  Lady  & Gentlemen, 

I have  the  honour  to  submit  to  you  my  report  for  the  year  ended  31st  December,  1961, 
relating  to  the  work  with  which  my  department  has  been  concerned  during  the  past  year. 

New  building  continued  during  the  year,  and  almost  6oO  new  bouses  were  completed 
and  occupied.  The  population  of  the  district  Is- now  over  30,000,  which  means  that  It 

has  almost  doubled  In  the  last  20  years.  As  the  number  of  houses  and  population  Increases, 

the  work  of  the  Council  generally,  and  my  department  In  particular.  Increases  In  proportion. 

The  preparation  of  the  Town  Map  will.  If  confirmed  by  the  Minister  of  Housing  & Local  Government, 
limit  new  building  to  specific  areas,  and  will  enable  the  Council  for  the  first  time  for  many 
years  to  estimate  the  possible  rate  of  construction  of  new  houses  In  each  locality,  and  plan  the 
provision  of  sewerage  and  refuse  collection  services  accordingly.  The  situation  has  arisen 
quite  recently  whereby  the  disposal  works  at  Rawcllffe,  Haxby,  Sto<acton-on-Forest  and  Osbaldwlck 
have  all  been  reconstructed  and  enlarged  and  are  alrea^,  before  they  are  scarcely  In  operation, 
overloaded. 

The  Rivers  (Prevention  of  Pollution)  Act  which  came  Into  force  during  the  year  places 
a serious  responsibility  upon  the  Local  Authority  to  see  that  the  effluents  from  their  works 
are  always  to  the  standard  laid  down  by  the  River  Board,  and  this  cannot  be  acAileved  where 
the  works  are  overloaded  during  normal  times  and  seriously  overloaded  v\hen  they  are  affected 
by  surface  water  Infiltration.  If  unrestricted  development  v^ere  allowed  to  continue. 

It  might  well  be  that  the  Council  might  have  to  abandon  some  of  Its  disposal  works  which  are 
not  yet  paid  for,  and  consider  building  new  works  vrtth  pumping  stations  and  trunk  sewers  in 
a location  where  there  was  no  possibility  of  being  encircled  by  new  development  and  there 
was  a reasonable  outfall  for  the  effluent. 

Your  outside  staff  has  continued  to  operate  efficiently  during  the  year,  the  refuse 
collectors  in  particular  having  had  to  work  long  hours  to  deal  with  the  ever  increasing 
number  of  properties,  and  there  have  been  no  serious  difficulties. 

I would  like  to  take  the  opportunity  of  thanking  the  Chairman  and  members  of  the 
Council  for  their  help  and  understanding  during  this  past  year,  I would  also  like  to 
express  my  appreciation  of  the  help  your  Medical  Officer  of  Health  has  always  made  available 
to  me  vtfien  required,  and  to  express  to  the  Council  how  much  I appreciate  the  constant  help  of 
my  department. 


I am,  Mr.  Chairman,  Lady  & Gentlemen, 
Your  obedient  Servant, 


L,B.  PARKER, 


Surveyor  & Chief  Public  Health  Inspector, 
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TABLE  NO.l 


Year 

Population 

Structurally 

Separate 

Dwellings 

Occupied 

Population  In 

Private 

Families 

1901  (Census) 

6,92U 

1,216 

5,741 

1911  " 

8,(469 

1,583 

6,917 

1921  " 

9,820 

1,888 

8,054 

1931  " 

14,217 

3,140 

12,002 

1951  " 

20,395 

5,155 

17.832 

1961  (Bstimated) 

30,120 

TABLE  NO. 2 

No.  of  Houses 

Estimated 

Population 

Acreage 

B ossall-wl th-Buttercrambe  ... 

• • • 

0 

• 

(4O 

126 

2,691 

Claxton 

• • • • 

• • • 

0 

60 

189 

838 

Clifton  Without 

• • • • 

• • • 

0 

1,091 

3,432 

972 

Earswlck 

• • • • 

• • • 

0 

82 

258 

1,111 

Flaxton  . . . 

• • • • 

• • • 

0 

101 

318 

1,865 

Gate  HeLnsley  ... 

• • • • 

• • • 

• 

73 

230 

497 

Harton 

• • • • 

• • • 

• 

28 

88 

2,004 

Haxby 

• • • • 

• • • 

• 

860 

2,705 

2,206 

Henorth  Without 

• • • • 

• • • 

• 

547 

1,721 

854 

Holtby 

• • • • 

• • • 

0 

32 

101 

981 

Huntington 

• » • • 

• • « 

0 

2,352 

7,397 

1,850 

Lining  ... 

• • • • 

• « • 

0 

49 

154 

1,769 

Murton 

• • • • 

• • • 

0 

118 

371 

8kk 

New  Earswlck 

• • • • 

• • • 

0 

743 

2,340 

784 

Osbaldwlck  ... 

• • • • 

000 

0 

1,003 

3,155 

645 

Rawcllffe  ... 

• • • • 

000 

0 

1,002 

3,149 

784 

Sand  Hutton 

• • • • 

000 

0 

57 

179 

2,242 

Skelton  ... 

• • • • 

0 

262 

824 

2,428 

S tockton-on-For e st 

• • • • 

0 0 0 

0 

272 

856 

3,268 

Strensall  ... 

• • • • 

0 

(402 

1,265 

2,909 

• • • 

• • • • 

0 0 0 

0 

163 

513 

Towthorpe  . . . 

• • • • 

0 0 0 

0 

35 

no 

1,075 

Upper  Helmsley  ... 

• 0 m 0 

0 0 0 

0 

11 

35 

833 

Warthl 11  ... 

0 0 • 0 

0 0 0 

• 

56 

176 

1,004 

Wlgglnton 

• • • • 

0 0 0 

« 

136 

428 

1,880 

9,575 

30,120 

36,254 

Wlgglnton 
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TABI£  ND«3 


ESTIMATED  NUt-EER  OF  ARSONS  PER  EHELLINGHCXJSE 


1901 

Census  ... 

• • • 

• • • 

• • • 

» • • 

• • • 

4.70  average  of  persons  per  house. 

1911 

t ^ ^ ^ 

• • • 

• • • 

• • • 

• « # 

• • • 

4.39 

n 

tl 

n 

1921 

» , , ^ 

• • • 

• • • 

• • • 

• • • 

• • • 

4.29 

tl 

n 

tt 

1931 

tl 

• • • 

• • • 

• • • 

• • • 

3.83 

R 

tl 

tt 

1939 

• • • 

• • • 

• • • 

• • • 

• • • 

3.75 

R 

H 

" (National 
Registration) 

1951 

IT  ^ ^ ^ 

• • • 

• • • 

• • • 

3.45 

tt 

Q 

tt 

1952  (Estimated) 

• • • 

• • • 

• « • 

• • • 

• • • 

3.51 

n 

n 

tt 

1955 

« ^ ^ ^ 

• • • 

• • • 

• • • 

• • • 

• • • 

3.31 

n 

It 

tt 

1954 

II 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

3.32 

n 

n 

tt 

1955 

n 

• • • 

• • • 

• • • 

• • • 

• # • 

• • • 

3.20 

n 

« 

tt 

1956 

n ^ ^ ^ 

• • • 

• • • 

• • • 

• • • 

• • • 

3.27 

« 

R 

tt 

1957 

* • • • 

• • • 

• « • 

• • • 

• • • 

• • • 

3.25 

tt 

n 

n 

1958 

n ^ ^ ^ 

• • • 

• • • 

• • • 

• • • 

• • • 

3.18 

n 

n 

ft 

1959 

n 

• « • 

• • • 

» • • 

• • • 

• • • 

3.115 

n 

tt 

n 

I960 

fi 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

3.16 

(1 

II 

tt 

1961 

tl 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

3.145 

n 

It 

It 

MATER  SUPPUES 


It  will  be  seen  from  the  table  ow>oslte  that  of  the  9575  houses  In  the  area,  only  38  have 
not  a piped  supply  of  water  In  the  house,  although  10  of  these  obtain  water  from  a standpipe  on 
the  mains  supply.  Of  the  28  not  siqjplied  by  the  Council* s mains,  7 are  the  subject  of  Demolition 
Orders  or  Closing  Orders,  8 are  comparatively  near  to  the  main  and  could  be  supplied  econcmlcally, 
and  13  are  so  far  distant  that  It  Is  not  reasonable  for  a supply  to  be  provided.  It  follows, 
of  course,  that  In  addition  to  these  8 properties  which  could  be  served  economically,  the  10  which 
receive  a standpipe  supply  could  also  be  provided  with  water  comparatively  cheaply.  In  the  past, 
the  Council  have  been  unable  to  compel  an  owner  to  put  a piped  supply  of  water  into  a house  if  the 
cost  exceeded  £20,  and  In  view  of  the  high  cost  of  labour  and  materials,  enforcement  action  could 
not  be  taken  In  the  majority  of  cases.  The  Public  Health  Act,  1961,  however,  has  Increased 
this  to  £6o,  and  the  Council  are  now  In  a position  to  take  steps  to  compel  owners  of  property  to 
comply  with  the  public  Health  Act  and  Water  Act,  viz.  to  provide  a viholesome  supply  of  water  In 
pipes  Inside  the  house. 

A major  change  in  the  administration  of  water  supplies  took  place  during  the  year  vihen  the 
Ryedale  Water  Boaxxl  took  over  responsibility  for  all  those  parishes  supplied  by  them  on  the 
1st  October,  1961.  At  the  same  time,  they  also  took  over  the  Council's  Water  Inspector  and  his 
staff,  leaving  the  Council  with  no  staff  to  carry  out  mains  connections,  repairs,  renewals  and 
meter  reading  In  the  parishes  of  Haxby,  Murton,  Rawcllffa,  Skelton,  Stockton-on-Forest  and 
Mlgglnton.  The  Ryedale  Water  Board  did  undertake  to  make  some  of  their  staff  available  for  this 
work,  but  in  view  of  the  vast  amount  of  work  which  the  Board  have  to  undertake,  some  difficulties 
and  delays  were  being  experienced  at  the  end  of  the  year.  Negotiations  were  proceeding  with  the 
York  Waterworks  Company  on  the  possible  take  over  by  them  of  these  six  parishes,  but  no  agreement 
had  been  reached  by  the  end  of  the  year. 

Generally  speaking,  there  were  no  shortages  of  water  in  any  part  of  the  area  during  the 
year,  and  this  was  no  doubt  helped  by  the  wet  summer.  It  Is  likely,  however,  that  the  increasing 
demand  from  new  houses  In  the  Rawcliffe  and  Skelton  areas,  and  the  Stockton-on-Forest  district, 
will  necessitate  considerable  inqjrovements  to  the  mains,  either  by  duplicating  those  existing 


or  replacement  with  larger  mains. 

EXAMINATION  OF  SAMPLES  OF  WATER 

Samples 

Satisfactory 

Unsatisfactory 

Chem.  Bact. 

Chem.  Bact. 

Chem,  Bact 

2 


12 


2 


11 


1 


TABLE  SHOWING  WATER  SUPPLY  POSITION  IN  EACH  PARISH 
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PUBUC  HEALTH  LABORATORY  SERVICE 

BACTERIOLOGICAL  EXiUgNATIOH  REPORTS 

YORK  WATER 

NATURE  OF  SAMPLE:  Tap,  Towthorpe  Lane,  Haxby.  LAB.  REF.  NO. P. 1^9 

REPORT 

I o 

Plate  Count.  Yeastrel  agar  2U  hours  yj  C aerobically  q - per  ml. 
probable  number  of  coll  form  bacilli,  MaoConkey  2 days,  37  C 0 per  100  ml. 

» " Bact.  coll  (type  1)  0 per  loO  ml. 

Other  examinations 
Remartts 

(Signed)  D.J.H.  PAYNE. 

RYEDALE  WATER 

NATURE  OF  SAMPLE;  Tap,  1 Northflelds,  Strensall.  LAB.  REF.  lJO.P.129ijO 

REPORT 

Probable  number  of  coll  form  bacilli,  MaoConkey  2 days,  37°C  0 per  100  ml. 

" " Boot,  coll  (type  1)  0 per  100  ml. 

(Signed)  D.J.H.  PA7NE. 


CHEMICilL  EXAMINATION  REPORTS 

(T.  Fairley  & Partners,  101  Portland  Crescent,  Leeds,  1) 

Samples  taken;  30. 10.61.  YORK  WATER  RYED^  MATER 

(Frora  Skelton  (From  Strensall 
parish)  parish) 

Appearance  Clear  & bright  Clear  & bright 

Odour None  None 

Sediment None  None 

pH 7.1  7*2 

Total  Solids  22/|.0  322.4 

Chlorides 18.5  17.5 

Nitrates 1.2  2.4 

Nitrites Nil  Nil 

Ammonia  Free  Nil  0.012 

Ammonia  Albuminoid 0.02  0.024 

Oxygen  absorbed  by  Permanganate  0.59  0.100 

Hardness  Temporary 74.0  198.0 

Hardness  Permanent  64.0  53.0 

Hardness  Total 138.0  251.0 

These  samples  are  of  potable  quality. 
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SEWERAGE  AND  SSIJAGS  DISPOSAL 


The  numbers  of  houses  discharging  sev/age  to  your  disposal  works  continued  to  Increase  as 
new  building  proceeded  unabated,  and  also  the  percentage  of  properties  In  the  area  served  by 
modem  sewers  and  disposal  works  increased,  so  that  less  than  8;.j  remain*  The  greater 
proportion  of  the  592  houses  served  by  cesspools  and  septic  tanks  are  Isolated  properties  or 
groins  of  houses  which  are  not  capable  of  being  economically  sewered,  with  the  exception  of 
the  hamlets  of  Tovrthorpe  and  Lllling.  In  the  latter  case,  discussion  with  Malton  Rural 
District  Council  has  been  re-opened  on  the  possibility  of  providing  a joint  scheme  with 
Sheriff  Hutton,  but  the  problem  of  finding  a suitable  site  was  unsolved  at  the  end  of  the  year. 

During  1961  the  extension  of  the  Haxby  Sewage  Di sposal  Works  was  conpleted,  bringing 
Its  capacity  up  to  350, OCX)  gallons  per  day,  and  the  rising  main  from  New  Earswlck  was  also 
completed.  The  Council  took  over  the  administration  and  maintenance  of  the  existing 
sewage  disposal  v;orks  at  New  Earsvilck,  and  this  has  of  course  Increased  the  amount  of  work 
which  devolves  upon  your  outside  staff. 

In  view  of  the  considerable  Increase  of  work  falling  upon  your  maintenance  staff,  the 
disposal  works  and  pumping  stations  were  divided  into  two  separate  groups,  and  a foreman  put 
in  charge  of  each  group  of  3 men.  I think  that  this  system  has  worked  extremely  well,  and 
the  competition  which  has  resulted  between  the  two  teams  has  been  of  great  benefit.  All 
your  works  and  plant  have  been  maintained  In  an  excellent  condition,  and  credit  is  due  to  your 
outside  staff  for  this. 

The  rising  main  from  the  pumping  station  at  Mill  Hill,  Huntington,  has  fractured 
repeatedly  during  the  past  three  years,  due,  in  my  opinion,  to  vibration  in  the  main  v*en  the 
puin)S  have  knocked  off,  and  I considered  that  this  could  be  relieved  by  the  fixing  of  a reflux 
valve  on  the  rising  main  which  would  reduce  the  water  hammer.  This  work  was  done  in  the 
Autumn,  cind  in  the  3 or  k months  covered  by  this  report,  no  fracture  of  the  main  had  occurred. 

I hope  that  this  vrtll  achieve  a permanent  cure. 

There  are,  however,  3 small  sewage  disposal  plants,  l.e.  Beans  Estate,  Galtres  Estate 
In  Hevjorth  Without,  and  Park  Avenue,  New  Earswicic,  which  were  small  private  schemes  constructed 
by  private  developers  and  subsequently  neglected,  and  ivhlch  the  Council  eventually  had  to  take 
over  just  after  the  war,  vihlch  are  not  capable  of  economic  renovation.  Discussion  has 
taken  place  with  a developer  in  Hev;orth  as  to  the  possibility  of  dispensing  v/lth  the  Beans 
Estate  and  Galtres  Works,  sewage  to  be  discharged  into  the  Ashley  Park  Estate  pumping  station, 
and  I hope  that  this  will  be  satisfactorily  concluded.  I feel  also  that  the  Council  will 
have  to  give  consideration  to  the  replacement  of  the  Park  Avenue  Works  by  an  Ejector  station 
with  a rising  main  direct  to  the  New  Earswlck  sewage  disposal  works. 

in  connection  with  the  Town  Map  enquiry,  your  Consulting  Engineer  and  I compiled 
evidence  on  the  capacities  of  your  works  and  pumping  stations  of  those  parishes  affected 
by  the  Town  Map,  and  figures  which  are  of  Interest  are  as  follows: 

Extracts  from  Uie  Town  Map  Enquiry  Statistics 

Ravffill  ffe 

Rawcliffe  Sewage  Disposal  Works  was  constmicted  In  1937  to  deal  with  a flow  of  80,000 
gallons  per  day,  and  was  enlarged  in  1961  to  deal  with  a total  flow  of  18U,000  gallons  per  day. 
The  present  estimated  flow  to  the  Sewage  Works  Is  210,700,  which  shows  that  they  are  already 
slightly  overloaded.  The  residential  area  In  the  Town  Map  provides  for  a further  176  houses 
and  a school,  vMch  v;lll  produce  an  additional  flow  of  24,600  gallons  per  day.  On  this 
basis,  the  Works  will  be  overloaded  by  some  51,000  gallons  per  day. 

The  Rawcliffe  Lodge  Pumping  Station  was  designed  to  raise  280  gallons  per  minute,  and 
can  be  increased  by  providing  larger  pumps  and  more  powerful  motors  to  raise  i+OO  gallons  per 
minute.  The  maximum  rate  of  flow  at  the  present  time  Is  calculated  to  be  328  gallons 
per  minute,  and  It  is  therefore  also  overloaded.  The  additional  development  envisaged 

In  the  Town  Map  Is  equivalent  to  51  gallons  per  minute,  giving  a total  flow  of  379  gallons 
per  minute.  It  Is  necessary,  therefore,  to  Increase  the  capacity  of  this  station  to 

ijOO  gallons  per  minute  to  provide  for  this  additional  development. 

Haxby  Area 

Sewage  from  the  parishes  of  Earswlck,  Haxby,  Huntington  and  Wlgglnton  and  half  of 
New  Earswlck  discharges  to  the  Works  at  Landing  Lane,  Haxby,  which  was  constructed  in  1937 
to  deal  with  125,000  gallons  per  day.  The  Works  were  extended  In  1959/1960  to  provide 
for  3142,000  gallons  per  day,  and  receive  sev/age  from  seven  different  drainage  areas.  The 
total  flow  to  the  Works  at  present  is  379,900  gallons  per  day,  which  shows  that  they  are 
already  overloaded,  and  the  Town  Map  envisages  further  development  which  will  bring  an 
additional  flow  of  157,900  gallons  per  day,  bringing  the  total  to  537,800  gallons  per  day. 

The  Westfield  Lane  pumping  station  Is  designed  to  deal  with  a flow  of  100  gallons 
per  minute.  The  present  flow  Is  22  gallons  per  minute,  and  the  Town  Map  provision  will 
only  Increase  this  by  7 gallons  per  minute  to  29  gallons  per  minute. 

The  Landing  Lane  pumping  station  Is  designed  to  deal  with  a flow  of  200  gallons  per 
minute,  and  the  present  maximum  rate  of  flow  is  llZ;  gallons  per  minute  plus  the  flow  from 
the  Westfield  Lane  pumping  station.  The  residential  area  scheduled  In  the  Town  Map 
will  provide  an  additional  flow  of  hk  gallons  per  minute. 


The/ 
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The  designed  capacity  of  the  Park  Estate  Pumping  Station  Is  6o  gallons  per  minute,  and  as 
the  sewage  flow  is  already  equivalent  to  70  gallons  per  minute,  this  station  is  overloaded. 

The  residential  area  scheduled  in  the  Town  Map  will  Increase  this  by  5 gallons  per  minute. 

The  capacity  of  the  existing  pumping  station  can  be  increased  to  80  gallons  per  minute  by  the 
addition  of  larger  Inpellers,  which  could  then  cope  vdth  the  total  flow.  Any  increase,  however, 
would  mean  that  the  station  would  require  complete  renewal. 

Earswlck  pumping  station  is  designed  to  deal  with  a flow  of  50  gallons  per  minute.  The 
present  flow  is  only  Ik  gallons  per  minute,  and  the  residential  area  allocated  in  the  Tov/n  Map 
will  Increase  this  by  only  2 gallons  per  minute.  This  station  is  well  within  its  designed  capacity 

The  Meadowflelds  Pumping  Station  was  designed  to  deal  with  a flow  of  250  gallons  per  minute 
and  discharges  through  an  8"  rising  main  to  Mill  Hill.  The  present  estimated  flow  is  285 
gallons  per  minute  and  the  residential  area  scheduled  in  the  Tov/n  Map  will  Increase  this  by  a 
further  137  gallons  per  minute  to  a total  of  1/22  gallons  per  minute.  It  is  therefore  already 
overloaded  and  beccmilng  more  so  as  each  house  is  conqjleted. 

Mill  Hill,  Huntington,  pumping  station  was  designed  to  deal  with  a flow  of  hOO  gallons 
per  minute.  The  present  flow  is  2kO  gallons  per  minute  plus  the  285  gallons  per  minute  from 

Meadowflelds,  making  a total  of  525  gallons  per  minute.  The  residential  area  in  the  Town  Map 
v/111  Increase  this  by  a further  79  gallons  per  minute,  and  the  total  which  might  be  envisaged 
could  be  7kl  gallons  per  minute.  If,  however,  the  flow  from  Meadowflelds  is  cut  off  and 
pumped  through  to  Haxby  worits,  the  Mill  Hill  station  would  have  a total  of  319  gallons  per  minute 
to  deal  with,  v/hich  is  v/ell  within  the  designed  capacity. 

The  punping  station  at  Station  Avenue,  New  Earswlck,  has  recently  been  completed  with 
a designed  capacity  of  200  gallons  per  minute.  The  present  flow  plus  a further  additional 

flow  envisaged  in  the  Town  Map  is  equivalent  to  96  gallons  per  minute  which  is  well  within  the 
designed  capacity,  although  allowance  must  be  made  for  a fairly  considerable  amount  of  surface 
water  in  wet  weather,  as  it  is  on  the  partially  separate  system. 

Osbaldwick 

The  Osbaldwick  Sewage  Disposal  Works  was  constructed  in  1938  to  deal  v/lth  a flow  of 
30,000  gallons  per  day.  They  were  extended  it  1959/1960  to  treat  112,000  gallons  per  day. 

The  present  flow  is  estimated  to  be  108, l6o  gallons  per  day,  but  the  allocated  residential  and 
industrial  development  will  increase  this  to  130,000  gallons  per  day  vtfilch  will  be  slightly  in 
excess  of  the  designed  capacity. 

Apart  from  a small  area  of  the  parish  of  Osbaldwick  which  drains  to  the  sewer  of  the 
Yoric  Corporation,  the  parishes  of  Murton  and  Osbaldwick  discharge  to  a pumping  station  with  a 
capacity  of  350  gallons  per  minute.  The  present  flow  is  equivalent  to  225  gallons  per  minute 
and  the  proposed  additional  flow  in  the  Town  Map  is  equivalent  to  11  gallons  per  minute.  The 
station  is  therefore  capable  of  handling  all  this  sevrage  although  there  is  quite  a considerable 
infiltration  in  wet  weather. 

Stockton-on-Forest 

The  existing  Sewage  Disposal  Works  at  Stockton-on-Forest  was  designed  to  treat  2//,000 
gallons  per  day  to  serve  the  village  and  Hopgrove.  The  development  of  the  Ashley  Park 
Estate  and  the  construction  of  a pumping  station  capable  of  dealing  with  105  gallons  per  minute 
materially  altered  the  position.  At  the  present  time  it  Is  estimated  that  the  works  are 
receiving  35,000  gallons  per  day,  and  when  the  area  scheduled  as  residential  in  the  Town  Map 
is  fully  developed,  the  total  flov/  will  be  101,300  gallons  per  day.  The  Works  are  therefore 
becoming  Increasingly  overloaded  as  every  additional  house  is  completed. 


Arising  out  of  this,  at  the  end  of  the  year  contracts  had  been  signed  for  the  rebuilding 
of  the  Stockton-on-Forest  sewage  disposal  works,  and  the  laying  of  a new  rising  main  from 
Meadoivfields,  Huntington,  direct  to  the  Haxby  sewage  disposal  works,  to  deal  with  the  problems 
referred  to  above. 

The  Council  will  appreciate  the  vital  necessity  of  a detailed  Town  Map  to  enable  the 
design  and  constxnictlon  of  pumping  stations  and  sewage  disposal  v/orks  to  be  adequate  for 
future  needs  Instead  of  finding  that  uncontrolled  development  makes  them  overloaded  within  a 
year  or  so  of  completion. 
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PROPERTIES  aiRVED  BY  SCHEMES  OF  SEWERAO; 


Parish 

Total 



Houses 
capable  of 

Outfall  of  properties  connected 



1 

Cesspools 

and 

Houses 

being  served 
by  Scheme 

Council's 
sev/ers  and 
disposal  works 

City 

sewers 

— 

Old 

Sevifers 

septic 

tanks 

Bossall-wl  th- 
Buttercracbe 

12 

28 

Claxton 

60 

51 

43 

- 

8 

9 

Clifton  Without 

1,091 

1,081 

18 

1,063 

10 

Earswicac 

82 

58 

57 

- 

1 

24 

Flax  ton 

101 

77 

68 

- 

9 

24 

Gate  Helmsley 

73 

67 

60 

- 

7 

6 

Harton 

28 

24 

13 

- 

11 

4 

Haxby 

860 

837 

818 

- 

15 

27 

Heworth  Without 

547 

517 

309 

208 

30 

Holtby 

32 

19 

15 

- 

4 

13 

Huntington 

2,352 

2,308 

2,287 

- 

21 

44 

Lining 

49 

- 

- 

17 

32 

Murton 

118 

S7 

97 

- 

21 

New  Earswick 

743 

723 

723 

- 

- 

20 

Osbaldwick 

1,003 

990 

854 

136 

- 

13 

Rawcli f fe 

1,002 

997 

792 

204 

1 

5 

Sand  Hutton 

57 

33 

10 

-- 

21 

26 

Skelton 

262 

240 

238 

- 

- 

24 

Stock ton-on-Forest 

272 

173 

157 

- 

16 

99 

Strensall 

4)2 

375 

375 

- 

- 

27 

Cat?) 

163 

163 

163  W.D 

- 

- 

Towthorpe 

35 

1 

• 1 

- 

- 

35 

Upper  Helmsley 

n 

i 

- 

- 

11 

War thill 

56 

27 

- 

29 

Wigginton 

136 

105  1 

i 

97 

• 

8 

31 

TOTfJ. 

' 

9,575  j 

i 

1 

8,978  1 

1 

7,233 

1,611 

139 

592 

SCHEDU1£  OF  SEWERAGE  AMD  SEWAGE  DISPOSAL  SCHEMES  IN  THE  AREA 


Parishes  Served 

1 

Length  of  Sewer 

Yards 

Year  of 
Installation 

Outfall 

Buttercrambe 

70 

j ' 

1955 

Council's  v/orks  at  Buttercrambe 

Claxton 

376 

1952 

Council's  works  at  Claxton 

Clifton  Without 

810 

1927/1930 

York  sewers. 

Earswick 

695 

1937 

Council's  wcrics  at  Haxby 

Flaxton 

1,825 

1953 

Council's  works  at  Flaxton 

Gate  Helmsley 

2,368 

1954 

Council's  works  at  Gate  Helmsley 

Harton 

1,027 

1956 

Council's  works  at  Harton 

Haxby 

4,950 

1937 

Council's  works  at  Haxby 

S.  Back  Lane,  Haxby 

1,580 

1938 

Council's  works  at  Haxby 

Holtby 

414 

, 1956 

Council's  works  at  Holtby 

Huntington 

4,760 

1937 

Council's  works  at  Haxby 

Huntington  Road 

200 

1938 

Council's  works  at  Haxby 

New  Earswick 

(Rising  main) 

i960 

Council's  works  at  Haxby 

Osbaldwick  & Murton 

3,710 

1937/1960 

Council's  works  at  Osbaldwick 

Rawcli ffe 

580 

1935/1960 

York  sewers 

Rawcli ffe 

2,650 

1938 

Council's  works  at  Rawcliffe 

Sand  Hutton 

715 

i960 

Council's  works  at  Sand  Hutton 

Skelton 

1,270 

1938 

Council's  works  at  Rawcliffe 

Skelton  Ext. 

490 

1938/1959 

Council's  works  at  Rawcliffe 

Stockton-on-Forest  ) 

836 

1953 

Council's  works  at  Stockton-on- 

Hopgrove  ) 

282 

1953 

Forest 

Strensall 

2.870 

1919/1960 

Council's  works  at  Strensall 

Warthlll 

637 

1955 

Council's  works  at  Warthlll 

Wigginton 

770 

1937 

Council's  works  at  Haxby 

Mill  Lane,  Wigginton 

i 

850 

1 

1951 

Council's  v/orks  at  Haxby 
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DETAILS  OF  SSmOB  DISPOSAL  WORKS  AND  PUMPING  STATIONS 


DISPOSAL  WORKS 


Situation 

— 

/iTea  of  Land 
Acres 

No.  and  size  of 
filter  beds 

No.  and  capacity  of 
settlement  tanks 

Buttercranbe 

i 

1 X 10*  dia. 

1 X 500  gallons 

Claxton 

1 

1 X 29'  dla. 

1 X 2,250  gallons 

Flaxton 

1 

1 X 3U'  dia. 

2 X 2,500  gallons 

Gate  Helmsley 

li 

2 X 39'  dla. 

2 X 7,500  gallons 

Harton 

1/5 

1 X 20’  dia. 

1 X 1,000  gallons 

Haxby  (Wlgglnton,  Earswlck  & Huntington) 

6i 

k X 51’  dla. 

2 X 94'  dla. 

4 X 16,000  gallons 

2 X 35,850  gallons 

Hevjorth  (Beans) 

i 

lx  9»6''  dla. 

2 X 250  gallons 

He  worth  (Galtres) 

i 

1 X 29’  dia. 

1 X 4,000  gallons 

Holtby 

New  Earswlck 

i 

1 X 18'  dia. 

2 X 1,560  gallons 

Park  Avenue  (New  Earswlck  part) 

Osbaldv;lck  (Murton) 

1 X 25'  dla. 

1 X 50'  dla.  ) 

1 X 48*6"  dia.) 

1 X 65'6»»  dla.) 

2 X 3,000  gallons 

2 X 9,000  gallons 

2 X 11,700  gallons 

Rawcllffe  (Skelton) 

3 

2 X 59'  dia.  ) 

2 X GS'e"  dla.  ) 

2 X 25,000  gallons 

1 X 37,000  gallons 

Sand  Hutton 

i 

1 X 25'  dla. 

1 X 4,450  gallons 

S t ockt  on-on-Fore  st 

li 

2 X 32»  dia. 

2 X 7,W  gallons 

Strensall 

3 

2 X 47 '6"  dia. 

1 X 28,000  gallons 

War thill 

i 

1 X 20«  dla. 

2 X 1,000  gallons 

PUMPING  STATIONS 


Initial 

Letter 

Situation 

Horse 

Power  of 

Pumps 

Size  of  Pun?)S 

Capacity  - in 
gallons  per 
minute 

A 

Landing  Lane 

6 

4" 

200 

B 

Westfield  Lane 

3 

3" 

100 

C 

Park  Estate 

3 

3" 

60 

E 

Mill  Hill 

16 

5" 

400 

F 

Earswick 

4 

3" 

50 

G 

Meadowfields 

7i 

4" 

250 

H 

Osbaldwick 

12 

4» 

350 

K 

Fairfield 

3 

3" 

120 

L 

Rawcliffe  Lodge 

12^ 

4" 

280 

M 

Mental  Hospital 

3 

3« 

100 

- 

Rawcliffe  Lane 

3 

3'' 

120 

- 

Bean’s 

3 

2" 

60 

- 

Park  Avenue 

2 

3" 

50 

- 

Hilbra  Avenue 

- 

30  gallon  ejector 

- 

- 

Stockton-on-Forest 

4 

3» 

75 

- 

Hopgrove  Lane 

5 

3" 

60 

- 

War thill 

- 

30  gallon  ejector 

- 

- 

Strensall 

3 

3" 

75 

- 

Holtby 

2 

15  gallon  ejector 

• 

Sand  Hutton 

- 

30  gallon  ejector 

• 

- 

Sycamore  Avenue,  Hew  Earswick 



Station  Avenue,  New  Earswick 

SEWAGE 

METHODS  OF  DISPOSAL  - reRCENTAGB  ANALYSIS 


Properties  connected  to  proper  sewerage  and  sewage  disposal  plants: 

(a)  Via  Councll»s  sewers  to  Council’s  dl^osal  works 

(b)  Via  Council’s  sewers  to  York  City  sewers  

Properties  connected  to  other  means  of  disposal; 

(a)  To  old  village  sewers  discharging  to  watercourse  ...  ...  ... 

(b)  To  cesspools,  etc. 


75.5^4 

16.82!^: 

l.kS'io 


92.36r^ 


100.00^ 


6.19P 


REFUSE  COLLECTION 


The  refuse  collection  service  continued  to  operate  satisfactorily  diirlng  the  year,  although 
the  Increased  number  of  houses  to  be  dealt  with  has  made  the  purchase  of  a nev;  vehicle  essential. 

An  order  was  placed  during  the  year  and  delivery  Is  promised  for  I962.  The  seirvlce  has  been 
maintained  by  one  16  cubic  yard  vehicle  and  one  12  cubic  yard  vehicle,  with  relief  by  another 
12  cubic  yard  vehicle  on  parts  of  k separate  days,  together  with  some  10  to  15  hours  overtime 
per  man  per  week. 

There  was  once  again  a demand  for  refuse  to  be  collected  at  the  door  instead  of  at  the 
curb,  and  the  Council  gave  this  full  consideration  during  the  year.  In  view  of  the  estimated  7d. 
Increased  rate,  a decision  was  deferred  for  6 months. 

There  has  been  a nation-wide  advertising  campaign  by  the  manufacturers  of  paper  sacks  to 
sell  the  idea  of  the  advantages  of  this  system,  v/hereby  a sack  holder  Is  provided  at  each  house 
and  a fresh  paper  sack  provided  each  week,  and  the  full  one  fastened  with  a staple,  stacked  on  the 
vehicle  and  tipped  unopened.  It  Is  claimed  that  this  Is  as  near  dustless  loading  as  can  be 
achieved,  and  eliminates  the  fatigue  of  workmen  as  they  are  not  carrying  the  weight  of  a bln  In 
addition  to  the  refuse. 

Whilst  there  Is  much  to  be  said  for  this  form  of  collection,  two  considerations  are  not 
given  sufficient  publicity.  The  first  Is  the  very  considerable  increase  In  cost.  In  this 
connection  I estimate  that  the  cost  of  sacks  alone  for  this  district  would  be  greater  than  the 
present  total  cost  of  the  service.  Secondly,  the  problem  vrtilch  would  arise  If  the  whole 

covintry  went  on  to  this  system  with  a consequent  colossal  Increase  of  Imports  from  Scandinavia, 
and  the  problem  which  would  arise  should  this  suddenly  stop. 

The  value  of  waste  paper  has  continued  to  decrease,  and  the  market  for  this  material 
has  been  so  unreliable  for  the  past  few  years  that  Instead  of  making  a profit,  there  Is  a loss, 
taking  Into  account  the  time  Involved  In  baling.  serious  consideration  will  have  to  be  given 
to  stopping  salvage  of  waste  paper,  although  Its  disposal  on  the  tip  would  present  a problem. 


REFUSE  COLLECTION  - WHOLE  AREA  BY  DIRECT  LABOUR 


Parish  or  Village 

No,  of 
Properties 
served 

— 

Population 

Means  of  Disposal 

Bossall-wi thrButtercrambe 

28 

88 

Controlled  tipping  at: 

Towthorpe 

Claxton 

51 

160 

tf 

Clifton  Without 

. 1,081 

3,k00 

Skelton 

Earsvdck 

7k 

233 

Towthorpe 

Flaxton 

81 

255 

n 

Gate  Helmsley 

70 

220 

n 

Barton 

2h 

75 

It 

Haxby 

819 

2,576 

n 

He worth  Without  • 

525 

1,651 

It 

Holtby 

20 

63 

11 

Huntl ngton 

2,321 

7,300 

n 

Linings  AniJo 

ko 

126 

n 

Murton 

117 

368 

n 

New  Earswlck 

7A3 

2,337 

It 

Osbaldwlck 

985 

3,098 

n 

Rawcllffe 

998 

3,139 

Skelton 

Sand  Hutton 

U8 

151 

Towthorpe 

Skelton 

229 

720 

Skelton 

S tockton-on-Forest 

235 

739 

Towthorpe 

Strensall 

368 

1,157 

n 

Towthorpe 

32 

101 

II 

Upper  Helmsley 

10 

31 

n 

Warthlll 

37 

116 

tt 

Wlgglnton 

113 

355 

If 

; 

9,0ii5 

28,Z59 

24 


SALVAGE 


i252 


I960 


Details  of  the  collection  of 

salvage  for 

the  last 

three 

years  are 

set  out 

below 

• 

• 

Material 

Weight 

Value 

Tons 

Cwts. 

ars. 

Lb. 

£ 

s. 

d. 

Woollens 

1 

3 

7 

7. 

18. 

6. 

Rags 

1 

6 

2 

20 

22. 

13. 

6. 

Rags  (6  bundles) 

3. 

0. 

0. 

Mixed  Waste  Paper 

30 

15 

0 

0 

207* 

10. 

3. 

CardboaJTd 

6 

7 

0 

0 

53. 

19. 

6. 

Cast  Iron 

5 

2 

0 

0 

25. 

10. 

0. 

Scrap  Iron 

2 

3 

0 

0 

8. 

12. 

0. 

Mixed  Brass 

1 

3 

0 

4. 

7. 

3. 

Kitchen  Waste 

74. 

18. 

3. 

TOTAL 

45 

17 

0 

27 

£4o8. 

9. 

3* 

Material 

Weight 

, Value 

Tons 

Cwts. 

ars. 

Lb. 

£ 

s. 

d. 

Woollens 

3 

0 

18. 

13. 

3. 

1. 

Rags 

1 

10 

3 

21 

22. 

13. 

6. 

Mixed  Waste  Paper 

38 

19 

0 

0 

272. 

13. 

0. 

Cardboard 

9 

12 

2 

0 

81. 

16. 

4. 

Lead 

2 

22 

2. 

0. 

4. 

Kitchen  Waste 

56. 

17. 

6. 

TOTAL 

50 

6 

1 

5 

£449. 

3. 

9. 

Materl al  Weight  Value 


Tons 

Cwts. 

Qrs. 

Lb. 

£ 

s. 

d. 

Woollens 

1 

3 

4 

6. 

12. 

0. 

Rags 

18 

1 

0 

9. 

2. 

6. 

Rags  (7  bundles) 

3. 

10. 

0. 

Mixed  Waste  Paper 

32 

5 

1 

0 

229. 

11. 

2. 

Cardboard 

4 

5 

1 

0 

38. 

7. 

3. 

Scrap  Iron 

1 

5 

1 

0 

6. 

12. 

7. 

Scrap  Iron  (from  Strensall 

Filter  Beds) 

5. 

0. 

0. 

Kitchen  Waste 

20, 

6. 

3. 

TOTAL 

38 

15 

3 

4 

£319. 

1. 

9. 

FXX)D  SALVAGE 


The  scheme  for  food  salvage  whereby  bins  were  provided  at  central  points  In  three  parishes 
In  the  area  and  collected  on  contract  came  to  an  and  during  the  year,  when  the  remaining  16  bins 
were  wlthdravm.  This  scheme  v;as  Inaugurated  In  the  war  to  provide  vitally  needed  animal 

feeding  stuffs,  but  In  the  past  few  years  serious  complaints  arose  as  to  nuisance  from  flies 
and  animals,  and  the  contents  of  the  bins  becoming  objectionable  In  viarra  weather. 
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FACTORIES 


The  tabular  statement  required  by  the  Ministry  of  Labour  Is  set  out  below.  In  the 
case  of  mechanical  factories  which  form  the  bulk  of  those  In  the  area,  the  Council  are 
responsible  only  for  the  enforcement  of  the  regulations  with  regard  to  sanitary  conveniences, 
and  apart  from  one  or  two  Isolated  Instances,  these  have  been  provided  and  maintained  in  a 
satisfactory  condition. 

The  outworkers,  with  one  exception,  are  concerned  with  the  carding  of  buttons,  and 
all  the  households  were  visited  during  the  year  and  vrere  found  to  be  satisfactory  for  the 
purpose. 


Mechani cal 


Agricultural  Engineers  1 

Bakeries  3 

Bedding  Mattresses  etc 1 

Breweries  1 

Bridcmaking 2 

Canning  Factories 1 

Caravan  Construction  1 

Clothing  manufacturers 1 

Concrete  & stone  block  making  ....  3 

Engineering  Wortcs  3 

Firewood  - sawmills  5 

Furniture  manufacturers  1 

Joinery  10 

Laundries 2 

Letterpress  printing  1 

Mineral  Factories 1 

Motor  vehicle  repairs  2h 

Paper  baling  2 

Plant  Repairs 1 

Rallv^ay  wagon  repairs 1 

Scientific  instruments  1 

Slaughterhouses  2 


68 

OutwoUcers lU 


Non-Mechanical 


Grease  & Dripping  Extraction  2 

Slaughterhouses  2 


Jl 


INSPECTIONS  FOR  PURPOSES  OF  PROVISIONS  AS  TO  HEALTH 


P>reralses 

No,  on 
Regi ster 

Inspectl  ons 

Notices 

Prosecutions 

(i) 

Factories  in  v/hich  Secs.  1,  2,  3, 

U,  and  6 are  enforced  by  the 
local  authority 

U 

5li6 

(11) 

Factories  not  included  in  (1)  above 
in  vftiich  Sec,  7 Is  enforced  by  the 
local  authority 

68 

263 

(111) 

Other  premises  in  vrtilch  Sec,  7 is 
enforced  by  the  local  authority 

SANITARY  INSPECTICM  OF  THE  AREA 


T/3IE  OF  NOTICES  SERVED  Informal 


Notices  served  under  the; 

Public  Health  Act,  1936  117 

Housing  Act  1936/1957  25 

Food  & Drugs  Act,  1955  9 

Prevention  of  Damage  by  Pests  Act,  ISUS l^5 

Water  Act,  19U5 20 


Statutory 


5 

1 


- 


TABUIAR  STATEMENT  OF  INSPECTIONS 


Ashplaces  and  Ashblns  ^ 

Cesspools  and  Sevrage  Tanks  23 

Closets  - Water 6 

- Pall 18 

- Privies  2 

Conplalnts 122 

Dairies,  Mllkshops  and  Mllkstores i 

Drains,  Inspected  1,129 

Drains,  tested  866 

Factories  18 

Food  shops  - 

Bakehouses  4 

Butchers  shops 14 

Cocked  meats  2U 

Fish  shops 6 

Green  Grocers 1 

Grocers  Shops 35 

Ice  Cream 2 

Restaurant  Kitchens 55 

Slaughterhouses  772 

Other  Food  Shops 17 

Food  Inspections  2 

Meat  Inspections  11»839 

Housing  - Houses  - 

Repairable  183 

Not  Repairable  - 7 

Overcrovtdlng  2 

Improvement  Grants 82 

Infectious  Disease  Investigation  20 

Meetings,  Interviews  & Miscellaneous  Visits  734 

Nuisances  found  18 

Offensive  Trade  Premises 546 

Outworkers 1 

Rats  & Mice  Destruction  3 

Re-inspections  - 

Housing  12 

Nuisances  4 

Verminous  Premises  1 

Samples  - Food  2 

- Water  9 

- Effluents  2 

Smoke  Observations  3 

Streets,  Roads,  Courts  1 

Tips 44 

Temporary  Dwellings  8 

Verminous  Premises  4 

Water  supplies 64 

Buildings  - 

In  course  of  erection  4,849 

Sites  807 

Special  visits 27 

Foundati  ons 317 

Completed  - 

Houses 475 

Other  339 

Contravention  - 

Building  Byelaws  6l 

Defects  found  2 

Dykes  & Watercourses  99 

Dangerous  structures  1 

Land  Surveys  40 

Sewage  Disposal  & Sewerage  WoiMcs  109 

Sewers  127 

Temporal^  Buildings 26 

Council  House  Property  3.039 

Office  Maintenance  3 

Petrol  Stores 66 

Refuse  Collection  & Salvage  45 

Prosecutions 3 

Town  Planning  3 

Footpaths  & Rights  of  Way  I6 

Street  Naming  & Numbering  296 

Caravan  Sites  1 


24,478 
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COMPUINTS 


Number  of  general  complaints  received  138 

Number  of  general  complaints  investigated  138 

Number  where  action  taken  123 

Number  whejre  no  action  taken  15 

Number  of  Council  House  complaints  received  1,304 

Number  of  Council  House  complaints  investigated  1»304 

Number  where  action  taken  1.28? 

Number  where  no  action  taken  17 

Number  of  complaints  received  under  Prevention  of  Damage  by  Pests  Act  k5 

Number  investigated 43 

Number  where  action  taken  45 


HOUSING 


During  the  year  only  two  bungalows  were  built  at  Gate  Helmsley  to  replace  two 
condemned  cottages  on  the  main  road.  There  are  no  other  proposals  at  the  moment  for 
further  building. 

The  list  of  unfit  houses  which  was  drawn  up  following  the  Riiral  Housing  Survey  and 
which  was  subsequently  added  to  as  further  houses  became  unfit,  has  been  almost  completely 
dealt  with  either  by  demolition,  closure  or  renovation.  A few  houses  only  are  still 
occupied  by  elderly  people  who  do  not  wish  to  move  out. 

40  or  so  (actually  37  In  I960  and  37  in  1961)  Council  houses  or  bungalows  become 
vacant  each  year  due  to  tenants  either  moving  our  or  dying,  and  these  are  available  for 
rehousing  persons  on  your  list. 

The  considerable  private  housing  development  which  has  taken  place  in  the  year 
has  meant  that  many  families  who  would  have  been  on  your  housing  list  have  bought  houses 
or  bungalows  on  mortgage.  An  unfortunate  consequence  of  this  Is  that  a small  proportion 
of  these  find  themselves  unable  to  meet  their  repayments  either  due  to  bad  management, 
the  wife  ceasing  to  work  on  starting  a family,  sickness,  or  insufficient  Income.  I believe 
that  there  are  many  Instances  of  families  living  in  very  poor  circumstances  because  of  this. 


1.  Inspection  of  Dwelllnghouses  during  the  year; 

(1)  (a)  Total  number  of  houses  Inspected  for  defects 

under  the  Public  Health  & Housing  Acts  190 

(b)  Number  of  Inspections  made  for  the  purpose  421 

(2)  (a)  Number  of  dwelllnghouses  included  in  (i)  above  which  were 

Inspected  and  recorded  under  the  Housing  (Consolidated) 

Regulations,  1925  to  1932  7 

(b)  Number  of  Inspections  made  for  the  purpose 286 

(3)  Number  of  dwelllnghouses  found  to  be  In  a state  so  dangerous  to 

health  as  to  be  unfit  for  human  habitation  7 

(4)  Number  of  dwelllnghouses  (exclusive  of  those  referred  to  in  (3)  above) 

found  not  to  be  in  all  respects  reasonably  fit  for  human  habitation  184 


2.  Remedy  of  defects  without  service  of  formal  notices; 

Number  of  dv7elllnghouses  rendered  fit  In  consequence  of  informal  action 

by  the  Local  Authority  or  by  their  officers  46 

3.  Action  under  Statutcry  Powers; 

(a)  Proceedings  under  Sections  1,  10  and  12  of  the  Housing  Act  19575 
(1)  Number  of  dwelllnghouses  in  respect  of  vtfiich  notices  were  serred 


requiring  repairs  Nil 

(11)  Number  of  houses  rendered  fit  after  service  of  formal  notices; 

(a)  By  owners  Nil 


(b)  Proceedings  under  the  Public  Health  Act,  1936; 


(1)  Number  of  dwelllnghouses  in  respect  of  vdilch  notices  were  served 
requiring  repairs 


5 
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(li)  Number  of  dv/elllnghouses  rendered  fit  after  service  of  formal  notices 


(a)  by  owners 5 

(b)  by  local  authority  In  default  of  owners  Nil 


(c)  proceedings  under  Sections  16,  I7,  19,  21  and  23  of  the  Housing  Act,  1957: 

(1)  Number  of  dwelllnghouses  In  respect  of  which  Demolition  Orders 

were  made  6 

(11)  Number  of  dwelllnghouses  demolished 11 

(111)  Number  of  separate  tenements  or  underground  rooms  In  respect  of  which 

Closing  Orders  were  made  Nil 

(Iv)  Number  of  underground  rooms  or  tenements  In  respect  of  v^hlch  Closing 

Orders  were  determined,  the  rooms  having  been  rendered  fit  Nil 

(v)  Number  of  dwelllnghouses  In  respect  of  which  undertakings  were  given  by 
owners  to  bring  the  properties  to  a standard  In  compliance  with  the 
Housing  Act  Nil 

(vi)  Number  of  dwelllnghouses  In  respect  of  which  undertakings  were  given  by 

owners  not  to  use  premises  for  human  habitation Nil 


Ut  Housing  Act,  1957  - Part  IV  - Overcrowding 


(a) (1)  Number  of  dwelllnghouses  overcrowded  at  the  end  of  the  year ) 

) No 

(11)  Number  of  families  dwelling  therein ) record 

) 

(111)  Number  of  persons  dwelling  therein ) 

(b)  Number  of  new  cases  of  overcrowding  reported  during  the  year Nil 

(c) (i)  Number  of  cases  of  overcrowding  relieved  during  the  year  13 

(11)  Number  of  persons  concerned  In  such  cases 39 

(d)  Particulars  of  any  cases  In  which  dwelllnghouses  have  again  become  overcrowded 
after  the  Local  Authority  have  taken  steps  to  abate  the  overcrowding  ......  NH 

(e)  Any.  other  particulars  with  respect  to  overcrowding  which  It  Is  considered 

desirable  to  report Nil 


IMPROVEICTT  GRANTS 

The  Improvement  of  property  with  the  aid  of  Improvement  Grants  continued,  but  on  a rather 
reduced  scale  tiian  the  previous  two  years.  38  Standard  Grants  and  5 Discretionary  Grants 

were  approved.  The  Standard  Grant  which  vias  refused  referred  to  the  replacement  of  an 
existing  hot  water  system  which  was  referred  to  the  Ministry  of  Housing  & Local  Government  for 
a decision. 


Standard  Grants 

No. 

of  Applications 

No.  of  Applications 

No.  of  Applications 

Year 

Received 

Approved 

disapproved,  deferred 

1959 

39 

38 

or  not  proceeded  with 

1 

i960 

56 

3k 

22 

1961 

39 

38 

1 

Discretionary  Grants 

Year  No. 

of  Applications 

No.  of  Applications 

No.  of  Applications 

Received 

Approved 

disapproved,  deferred 

1957 

25 

Ih 

or  not  proceeded  with 

11 

1958 

29 

16 

13 

1959 

11 

9 

2 

i960 

11 

9 

2 

1961 

5 

5 

- 
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CARAYAI'IS  ic  CARAVAN  SITES 


There  are  Iti  the  area  only  k caravans  on  individual  sites,  and  the  site  for  74  caravans  at 
the  Hazelbush  which  was  licensed  for  summer  use  only.  The  Council  Issued  a licence  for  this, 
giving  a period  of  time  In  which  the  facilities  required  to  conform  with  the  model  conditions  were 
to  be  provided.  The  owner  of  the  site  has  appealed  against  the  Town  Planning  restriction  on 

Its  use  as  a permanent  site,  and  the  appeal  was  still  outstanding  at  the  end  of  the  year. 


Year 

No.  of  Caravans 
brought  Into  area 

No.  of  Caravans 
removed  from  area 

Total  number  of  Licensed 
Caravans  In  area 

Licensed 

Site 

1957 

1 

1 

7 

1958 

5 

k 

8 

1959 

1 

2 

7 

i960 

1 

1 

7 

1 (for  74 

1961 

2 

5 

k 

caravans ) 

HOUSES  CONSTRUCTCD  BY  THE  COUNCIL 

The  rate  of  house  building  by  the  Council  which  was  at  its  peak  In  the  5 years  after  the 
war  has  almost  come  to  a full  stop.  The  Council  acquired  the  site  of  tv/o  dilapidated  cottages 

In  Gate  Helrasley  with  frontage  on  to  the  main  road  and  the  Back  Lane,  and  built  during  the  year 
tv/o  bungalov/s  fronting  the  Back  Lane  for  the  occupants  of  the  cottages  on  the  front  street,  with 
the  Intention  of  demolishing  the  two  cottages  and  eventually  building  a further  pair  fronting  the 
main  road,  the  two  ladies  then  to  be  moved  back.  The  Council  have  a small  area  of  land  available 
for  building  at  Haxby  and  Stockton-on-Forest,  but  in  view  of  the  high  cost  of  building,  coupled 
v/lth  the  high  rate  of  Interest,  have  no  plans  for  further  building  at  the  present  time. 


PARISH 

Single 

Bedroom 

Bungalows 

2 

Bedroom 

Bungalows 

Tarran 
Pre-fabs. 
(2  Bed.) 

2 

Bedroom 

Houses 

3-Bed 

Brick 

Houses 

3-Bed 

Alrey 

Houses 

4-3  ed 

room 

Houses 

TOTAL 

Buttercrambe 

4 

2 

6 

Claxton 

2 

2 

4 

8 

12 

Flaxton 

2 

2 

6 

6 

16 

Gate  Helnsley 

2 

4 

8 

14 

Harton 

2 

2 

4 

Haxby 

30 

16 

24 

95 

3 

162 

Huntington 

16 

21 

15 

85 

10 

1 

148 

Lining 

2 

2 

Osbaldwl ck 

18 

8 

17 

21 

64 

Skelton 

18 

4 

64 

59 

8 

7 

160 

Stockton/Forest 

6 

4 

20 

30 

2 

62 

Strensall 

26 

3 * 

13 

10 

48 

8 

2 

no 

Warthlll 

2 

2 

4 

Wlgginton 

8 

1 

13 

TOTALS 

120 

21 

50 

17. 

376 

32 

16 

787 
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HOUSING  APPLICATIONS 


The  table  below  shows  the  number  of  ^plications  received,  and  the  number  on  the  list  at  the 
end  of  the  year. 


Year 

No.  of  applications  on 
list  on  1st  January 

r ■ """ — ■ ■ 1 

New  applications  received 
during  the  year 

No,  of  families 
rehoused 

No.  on  list  on 

31st  December 

1956 

165 

165 

72 

250 

1957 

250 

127 

53 

201 

1958 

201 

93 

69 

197 

1959 

197 

26 

4l 

215 

i960 

215 

22 

25 

92 

1961 

92 

55 

31 

116 

1 

COtlPARATlVE  RECORD  OF  NEl^  HOUSES  ERECTED 


- 30  - 


Si  I 

cr\| 


(Til  c\i 

H 


001  -J- 

5^  ^ 


foi 

' 

cr»l 


CMi 

(Tvl 

rH  I 


Ol 

* 

cr>| 


o 

a 

q; 

g 

4-> 

a 


>» 

OQ 


% 


^1 

CT\| 


lAl 

JO  ^ 

OnI 


oJ  ^ 


VO  O 

cvj 

CVJ  r-i 


§ s 


OJ 

CM 


iH  CM 

CM 


ON 

8 ' 


iH  in 
r- 

rH  CM 


B ° 

rH  K% 


m CM 
o o 


to 

I 

T3 


0) 

> 

«r^ 

L, 

a. 

>» 

CQ 


(0 

c 

o 

*0 

c (d 

CO  w 

2 § 

s* 

O U) 

X3  C 

4->  -4 

3 w 

3 D 

o 

S t. 

O 0) 

>»  O 

CQ 


CO 

m 

c\j 


as 

lA 

lA 


as 

as 

lA 


50 


50 


as 

8 


A- 

S 


I 

o 


•HI  CM  VO 

m 


Gv 

VO 


0>|  Q <1* 
^ CM 


1 


coi  un  VO 

iH 

in 


vp 

in|  CM 


hru  0^  fA 

ml  00 

s| 


»A 


O 


vAl  VO  A- 

iOl  ^ 9P, 

OV|  OJ 


VO  ^ 

ONl  rA 


-3-|  CTN  lA 


C\J|  ft  j- 
LAI  lA  OJ 
CO 


s a 


Ol  lA  CO 
rH 


CN|  CO  iH 


CO  I CM  VO 

m s 


cy  3 


VO 


cd 

a 


Qi  -*H 

C Q> 

O 4^ 

4^  (d 

S 

»H  Lt 

&u  O. 


O 

CM 


TJ  W» 

C cd 
Id  (d  CO 


& 


m 


CO  c 
<1>  Q 
CtO 
Sh 

z° 

4->  ^4 

3 to 
cd  a 
o 

»H  W 
cd 

O Ch 

>»  o 

CQ 


CO 

lA 


lA 

CVJ 


LA 

5 


KV 


rA 

CVJ 

tA 


lA 

00 

lA 


-S' 

00 

cy 


CVJ 

vQ 


rj 

oo 


-S' 

VO 


8^ 


CVJ 

r- 


£3 

-< 


- 31  - 


PLANS  & BYELAWS 

The  submission  of  plans  of  new  houses,  nevf  buildings  and  alterations  has  continued  at  a hi^ 
level  during  the  year,  in  the  Autumn  a public  enquiry  was  held  into  the  County  Council's  proposed 
Town  for  the  Flaxton  area  which  covered  those  parishes  nearer  to  York  In  which  the  greater  part 
of  house  building  had  taken  place,  and  the  areas  of  land  allocated  for  residential  development  were 
closely  related  to  those  which  could  be  adequately  sewered  by  gravity  and  which  were  capable  of  being 
served  by  your  existing  sewage  disposal  works.  The  areas  of  easily  developable  land  have  been 
largely  used  up  or  acquired  by  the  principal  building  firms,  and  the  number  of  plans  for  new  houses 
was  slightly  less  than  in  previous  years  and  will  probably  be  less  in  the  coming  year. 

The  usual  problems  with  regard  to  construction  and  interpretation  of  the  byelaivs  arose 
during  the  year,  and  I am  once  again  indebted  to  the  Building  Research  station  for  their  invaluable 
advice. 


The  Public  Health  Act,  1961,  empowers  the  Minister  to  issue  Building  Regulations,  and 
these  are  expected  to  be  a considerable  departure  from  the  existing  byelav/s.  It  is  expected  that 
the  draft  will  be  Issued  during  1962. 


During  the  year,  plans  were  deposited  for  the  following  buildings: 

Dwelllnghouses  - private  

Alterations  and  extensions  to  dwelllnghouses  

Agricultural  buildings 

Factory  and  business  premises  

Layouts  

Miscellaneous  (Schools,  pavilions,  garages  etc.)  

Amended  Plans 

Preliminary  proposals  


TOTAL 


511 

121 

32 

29 

7 


1,538 


MILK.  lEAT  AND  OTHER  FOODS 


MI  IX 


There  ?:as  a change  in  the  administration  of  the  Milk  & Dairies  Regulations  as  from  the 
1st  January,  and  the  Local  Authority  now  are  required  only  to  register  a distributor  of  milk 
If  the  premises  from  which  he  operates  is  in  their  area.  The  issue  of  Supplementary  Licences 
and  Special  Designations  Licences  was  transferred  to  the  County  Council,  There  are  in  the 

area  7 dairies  and  20  distributors  resident  in  the  area. 


iCAT 


The  Slaughterhouses  Act  and  the  Hygiene  and  Construction  Regulations  were  implemented 
during  the  year  which  resulted  in  the  slaughterhouses  at  Flaxton  and  Haxby  ceasing  to  operate, 

and  the  remaining  four  brought  up  to  the  new  standard  v/here  they  fell  short  of  it. 

The  number  of  animals  killed  continued  to  Increase,  and  1005^  inspection  was  achieved. 

It  is  fortunate  that  Sunday  slaughtering  is  not  practised  in  this  district  with  the  exception 
of  emergencies  which  occur  at  the  tv/o  premises  dealing  with  this  class  of  animal.  There  were 

no  particular  difficulties  during  the  year,  although  the  type  of  animal  dealt  with  at  these  two 

premises  does  provide  some  unusual  and  difficult  problems. 


Carcases  Inspected  and  Condemned 


Horses 

Cattle 

Cows 

Calves 

Sheep 

Pl£S 

Number  killed 

• 

2,063 

87 

h2 

1,414 

8,413 

Number  inspected 

All  diseases  except  tuberculosis  Sc  cysticercl 

2,063 

87 

k2. 

1,414 

8,413 

Whole  carcases  condemned 

- 

72 

7 

8 

15 

24 

Part  carcase  or  organ  condemned 

Percentage  affected  with  disease  other  than 

53 

3 

30 

227 

tuberculosis  and  cysticercl 

Tuberculosis  only 

6.05  c 

ll.Sji 

19.0. 

3.18-4 

2,95* 

Whole  carcases  condemned 

- 

h 

3 

- 

- 

- 

Part  carcase  or  organ  condemned 

•• 

8 

13 

•• 

461 

Percentage  affected  with  tuberculosis 

Cysticercl  only 

.58^0 

18./^ 

5.5: 

Whole  carcases  condemned 

- 

- 

- 

- 

- 

- 

Part  carcase  or  organ  condemned 

- 

- 

- 

- 

- 

- 
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POOD  SHOPS  & PREMISES 

Conditions  In  food  shops  In  the  area  generally  have  continued  to  be  good,  although  a few 
conplalnts  arose  of  mouldy  food  being  sold,  which  Indicated  a lack  of  proper  turnover,  particularly 
of  food  stuffs.  The  complaltBnts  were  not  prepared,  however,  to  give  evidence  should  the 
Council  have  wished  to  Institute  proceedings  against  the  seller.  Other  complaints  arose  of  the 
unsightly  storage  of  enpty  cartons  at  the  back  of  the  shop  premises.  It  being  a common  fault  that 
there  Is  Insufficient  storage  space  provided  at  both  existing  village  shops  and  at  new  premises. 

No,  in  Area  Inspections  Made 


Bakehouses  

3 

k 

Butchers'  Shops 

9 

14 

Greengrocers  & Grocers  

35 

36 

Canteens  & Restaurant  Kitchens, 

9 

55 

Fish  Shops  

6 

6 

General  Stores  

26 

43 

Confectioners  

k 

4 

ICE  CREAM 

The  number  of  premises  registered  for  the  sale  of  Ice  cream  Increased  again  during  the  year 
to  52,  There  has  been  very  little  difficulty  In  the  past  with  regard  to  the  sale  of  pre-packed 

ice  cream,  but  the  sale  from  vehicles  of  "soft"  Ice  cream  which  is  prepared  by  the  roundsman  on 
the  vehicle  may  constitute  a problem  In  the  future,  as  the  conditions  under  which  the  vehicles 
are  operated  may  not  be  in  the  interests  of  good  hygiene. 
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